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PART II - Section 4 
Statutory Rules and Orders issued by the 

Ministry of Dcfence 


:. 


MINISTRY OF DEFENCE 
BYE -LAWS ERECTION OR RE - ERECTION OF BUILDINGS 
S .R . O . 12 , dated 31st Dec. 1959 . — The following further amendments to the 
Bye - laws for regulating the erection or re - erection of buildings in Poona Canton 
ment framed by the Cantonment Board , Poona, in exercise of the powers conferred 
by section 186 of the Cantonments Act, 1924 ( 2 of 1924 ) and published in the 
notification of the Government of India in the late Defence Department No. 23 / 2 / 
G / C & L / 45 , dated 30th June 1945 as subsequently amended from time to time, are 
published for general information , the same having been previously published 
and having been approved and confirmed by the Central Government, as required 
by sub - section ( 1 ) of section 284 of the said Act , namely : 

In the said bye -law8: — 

( 1 ) ın bye- law 2 ( i), for the words, " The Plans, one copy of which shall be 
prepared on tracing cloth and the other copies in blue print" , the words “ The 
Original Plan , which shall be prepared on tracing cloth or prepared in blue print, 
pasted on linen cloth , showing lines in indeliable ink and the other copies in Blue 
Print" , shall be substituted ; 

(2 ) in bye -law 5, after clause ( b ), the following clause shall be inserted , 
namely : 
" ( c ) All rooms intended solely for use as bath rooms in main buildings in 

Bungalow area only (ie excluding notificd Civil Area and Area 
notified under rule 2 of the Cantonment Land Administration Rules, 

1937 ) shall have 
(i) a floor area of not less than 8’x6 , 
( ii) a permanent opening 3 S ft. in area below the ceiling for ventilation , 
( iii) an impermeable floor made of smooth hard material having a suitable 

fall to a trapped heavy type pipe connection , 
( iv ) an impermeable dado made of smooth hard material - 3 Ft. High , and 

( v ) a height of not less than 8 F4." 
( 3 ) for bye - law 35 - A , the following bye -law shall be substituted , namely : 
" 35 - A . The total height of the building shall not exceed , 14 times the width 

of the street or lane in the front side. In calculating the maximum 
permissible total height of the building, the width of the street 
or lane in front shall also include the width of the courtyard which 
shall be left open ." 

[No. F . 12/34 G |L & C |59 |3305 -GD ( C & L ) . ] 

PRITAM SINGH , Under Secy . 
( 9 ) 


TO THE GAZETTE OF INDIA : JANUARY 23, 1960 /MAGHA , 1981.77"IPAR TI -SEC. 41 
- - - = - = - = - = - = - = - 

= - 
S . R . O . 13, dated the 13th January 1960. - In exercise of the powers conferred 
by sub - section ( 2 ) of section 12 of the National Cadet Corps Act, 1948 (31 of 
1948 ) , read with sub - rule ( 2 ) of rule 42 of the National Cadet Corps Rules , 1948 , 
the Contral Government hereby appoints Major P , K . Nandagopal, GSO 2 , HQ 
Bengal, Bihar and Orissa Independent Sub - Area , to be a member of the State 
· Advisory Committee of the National Cadet Corps for the State of Bihar and makes 
the following further amendment in the notification of the Government of India 
In the Ministry of Defence No. S .RO: 308 , dated the 21st August, 1957, namely : 
In the said notification , for the entry " 6 . Lt Col, P , S . Sidhu , GSO 1, HQ 20 

Int. Dev ." , the entry " 6 . Major P . K . Nandagopal, GSO 2 , HQ Bengal, 
Bihar and Orissa Independent Sub - Area. " shall be substituted . 

M . M . SEN , Dy . Secy . 
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